OONAN- 


2SC1623 
Q2 


LL4148 


D3 
1N4148 


MIC CORD 


YELLOW 


Q4 
2SC1623 


Q1 
2SC1623 


itle 


EM200 DTMF MICROPHONE 


ELINSTRUMENT CO,LTD. 


Document Number 
EM200-MK.2 


Wednesday, January 07, 1998 Sheet 
7 


